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parent that he was seriously ailing and medical aid was sum- 
moned; but despite all that the best medical skill could do 
he rapidly sank, and on the i6th day of April he breathed 
his last, his painful illness having lasted just one week. 

With all his abilities and acquirements, of which he 
could not himself be ignorant. Dr. Moore was the personifi- 
cation of modesty. He was so thorough in all matters that 
he was always sure of the position he took upon any ques- 
tion, and expressed his views clearly and boldly when they 
were challenged, but he never obtruded his own opinion un- 
sought or officiously, and I do not believe a boastful or con- 
ceited expression was ever heard from his lips. His loss is 
one long to be mourned and his place in the front rank of 
microscopists will not soon be filled. 

MYRON C. DAVIS. 

Born in Rutland, Massachusetts, March 4th, 1847; died 
January i8th, 1887, at Santiago, Cuba. Mr. Davis was mem- 
ber of the Iron City Microscopical Society, and became a 
member of the Chautauqua meeting of the American 
Society of Microscopists. He was a machinist by trade, but, 
since 1876, gave his chief attention to the mining of manga- 
nese ore in which he became an enthusiastic and accom- 
plished master. At the time of his death, it is probable that 
there was not a locality in the country in which manganese 
had been found or was supposed to exist with which he was 
not conversant. He had gone from his home in Pittsburgh, 
Pennsylvania, to Cuba to examine, with a view to opening 
some manganese mines and was stricken with yellow fever. 
Though having little time for microscopy, he took an 
active interest in all matters connected with the local soci- 
ety, and had his life been spared would have proved himself 
an efficient and useful member of the national organization. 



